YAES 


Radio Communications 


YAESU EUROPE B.V. 
P.O. Box 75525 © 1118 ZN Schiphol » The Netherlands 


Tel +31 20 500 52 70 Fax +31 20 500 52 78 
Declaration of Conformity 
Nr, = 
We, the undersigned, 
Company: Yaesu Europe B.V. 
Address, City: 1118 ZN Schiphol 
Country: The Netherlands 
Phone number: - (+31) 20-500-5270 
Fax number: (+31) 20-500-5278 


certify and declare under our sole responsibility that the following equipment: 


Type of Equipment: VHF Marine/LMR TRANSCEIVER 
Brand Name: STANDARD HORIZON 

Model Number: HX370E, HX370EAS 
Manufacturer: Vertex Standard Co., Ltd. 


Address of Manufacturer: 4-8-8 Nakameguro Meguro-ku, Tokyo 153-8644, Japan 


EU / EFTAmember states Intended for use: 
EU: Austria, Belgium, Denmark, Finland, France, Germany, Greece, Ireland, 


italy, Luxembourg, The Netherlands, Norway, Portugal, Spain, Sweden, 
United Kingdom 
EFTA: Switzerland, Iceland, Liechtenstein 


Member states with restrictive use: 
None 


is tested to and conforms with the essential requirements for protection of health and the safety of the user and 
any other person and ElectroMagnetic Compatibility, as included in following standards: 


Applicable Standard: EMC Standard: EN 304 843-2 V1.2.1/ 
EN 301 489-1 V1.4.1/ EN 301 489-5 V1.3.1 


Safety Standard: EN 60065 (1998) 
Radio Standard: EN 301 178-2 V1.1.1 / EN 300 698-2 V1.1.1 / 
EN 300 698-3 V1.1.1 / EN 300 086-2 V1.1.4 


and therefore complies with the essential requirements and provisions of the Directive 1999/5/EC of the 
European Parliament and of the council of March 9, 1999 on Radio equipment and Telecommunication Terminal 
Equipment and the mutual recognition of their conformity and with the provisions of Annex IV (Conformity 
Assessment procedure referred to in article 10) 


The following Notified Bodies have been consulted In the Conformity Assessment procedure: 
Name of Notified Body: Compliance Certification Services 


Address: 561F Monterey Road Morgan Hill, CA 95037, U.S.A. 
Notified Body number: 0954 


The technical documentation as required by the Conformity Assessment procedures is kept at the following 


address: 
Company: Yaesu Europe B.V. 
Address: 1118 ZN Schiphol, The Netherlands 


Technical Construction File: Issued by Vertex Standard Co., Ltd., Tokyo, Japan 
File No. TA000131A / 24th November, 2004 


Drawn up in 
Date 


Name and position 


HX370E 


